1644 


TWIN-PENTODE POWER AMPLIFIER 



Maximum Ratings, 
Characteristics, Curves, 
y Dimensions, and Socket Connections 
for Type 1644 

are the same as those for Type 12L8-GT. 



OCT. 1, 1943 


RCA VICTOR DIVISION 

RADIO CORPORATION OP AMERICA, HARRISON, NEW JERSEY 


DATA 



